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FOB: Office of Jpacc System 
BejkBrteeat of Air Fore* 
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: 
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. Qualification Data, Stellar Index Camera 

Itek Corporation 


1. la accordance vitb year request I * forwarding the 
Following document*, C0R-2069, CQR-2091 and COR- 2090, covering 
the salifications and aeceptimce of both the Project C and h 
..'teller Index Camera Unite. 

2. Please advise if yon require additional ioforaation. 
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